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PP15 Housing Color: Voltage Polarity: DC Plug Contact: Sa eer a a 


. . 12/17/19 1 Initial Release SM MG 
Red +12V Inside Diameter Contact 


Black -12V Outside Diameter Contact 


Anderson Powerpole PP15 connector housing 


DC Power Plug 


ID: 2.1mm 
OD: 5.5mm 
Anderson Powerpole PP15 Contact PN:1332 
ALL DIMENSIONS ARE IN MILLIMETERS NAME | DAE 
72 NICKERSON ROAD 
O = DECIMAL pram p ene VENUE ASHLAND, MA 01721 
mm ¿MM | CHECKED 
Third Angle Projection .X +.70 z : 
gle Project Sy o ENG APPR TITLE: 
.XXX +.13 | MFG APPR. . 
PROPRIETARY AND CONFIDENTIAL XXXX +.03 
eae eee an DC Output to Receiver(s) 
confidential and proprietary information o PART NO. 
The ganteni hal netbe disclosed, SE SIZE DWG. NO. REV 
reproduced,duplicated, disseminated B ] 
or used for puposes 
other than authorized in writing by 
RF Venue, Inc. FINISH 
SCALE: 2:1 DO NOT SCALE DRAWING SHEET 1 OF 1 


2 | 


